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Na  D2-45^-T,  Volume  III 

SCCT.  iV 

ivHomrc'nu** 

P2-4 336-2,  Volume  III  specifies  the  Government  Furnished  Property 
(GFP)  required  by  the  tfirgs  III  thru  V  Vandenberg  Air  Force  Base 
(VAPB)  Test  Program  Contractor,  The  Boeing  Company,  in  accordance 
with  Contract  AF04(W)~75?, 

SCOPE 

The  scope  of  this  document  is  to  provide  identification  of  items  of 
GBM?  by  certain  classifications,  Figure  A  designation  and/or  part 
number,  noraenclaturc,  and  configuration*  In  addition  the  scope  in¬ 
cludes  provision  for  schedule  of  quantities  required  fore then  with 
on- site-need  dates. 

CONFXGUHATION 

The  baseline  tfings  T 1 1  thru  Y  OFF  Configuration  was  determined  by 
the  aggregate  of  the  following  of  The  Boeing  Company  EOPr  s  and 
OOP  30G>*3  delineated  in  Contract  Charge  Proposal  641  (hCP  641 ): 
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The  baseline  configuration  of  the  Test  Program  Faci lities/KPIE 
is  based  on  the  0  rrps  of  Engineers  Specification  Humber  E.\vG-04~35 3-63-4 
including  all  approved  facilities  changes  through  u40J.  1240* 
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DATE  REQDIIQTY 
0«  D. 


DESTN 

MODEL 

VAFB 

W3-133A 

EFFECTIVITY 


TYPE  DESIGNATOR 

AN/GJQ-22 


MARK 


2-6210-00-1 


PAGE  1  S. 
REV  NO 
REV  DATE 


RACT  N 
Af04(64?)-757 


Sok,z 


55105-107 


USEDQNE 

24-3258 


DATE  REQD  QTY 
O*  D. 
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DESTN  I  MODEL 

VAFB  WS-135A 
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1320 

PART  NO 
8317701-502 

SPEC  NO  t  DATE 

APP  fc DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP’S 

i 

BASIC 

USED  QN  DWG 

24-3281 

NOMENCLATURE  TYPE  DESIGNATOR 

REPEATER,  TELEPHONE  SET  AN/GTC-10 

DATE  REDD 
0*D. 

QTY 

QTY 

CUM 

EFFECTIYITY 

REMARKS 

4-5-3 
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SPEC  NO  fc  D 

1322.2  I _ _ 


HH 


MODEL 

np<; 

WS-133A 

M 

APP  l<  DATE 
25-24345-1  I  INCLUDING  1000  E CP'S 


USEDQNDWC  NOMENCLATURE 

SUPPORT,  MISSILE, SUSPENSION  AND  ALIGNMENT 
3  SYSTEM 


DATE  REQD  QTY  QTY  EFFECTIVITY 

O.  D.  CUM 


CONTR 
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TYPE  DESIGNATOR 

GSU-1 1 ?/K 
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PAGE  30  Se 

REV  NO 

REV  DATE 

government  furnished  equipment 

DOCK  REQUIREMENTS  SCHEDULES 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


MODEL 


APP  I*  DATE 
10-2086*-?  I  INCLUDING  1 000 


US  ED  QN  DWG  NOMENCLATURE 
24-32,81  SEAT,  OPERATORS 


DATE  REQDll  QTY  IQT 


EFFECT!  VITY 


TR  BASI 


1U1C 


TYPE  DESIGNATOR 
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MARK 
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DOCK  REQUIREMENTS  SCHEDULES 


SPEC  NO  « 

APP  fc  DATE 
INCLUDING  1000  ECP'S 


USED QN  DWG  NOMENCLATURE 
24-3281  CONSOLS,  COMMUNICATION  CONTfiOL 


DATE  REQD  Q  TY  QTY  EFFECTIVJTY 

0«  D.  CUM 


TYPE  DESIGNATOR 
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DOCK  REQUIREMENTS  SCHEDULES 
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REV  DATE 
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DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  DESTN  MODEL 
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IP 

331R3S1 

FIG  A 

w 

SPEC  NO  lc  DATE 

APP  L  DATE 

INCLUDING  1000  ECP'S 

PART  NO 
1274017-501 

WAV 

US  ED  QN  DWG 

24-5282 

NOMENCLATURE  TYPE  DESIGNATOR 

TELEPHONE  TA-462/GTC-8 

DATE  REQD 
O.  D. 
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CUM 
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mm  I  mam 


AFP  «c  DATE 
1273051-501  I  INCLUDING  1000  ECF'S 


USED QN DWG  NOMENCLATURE 
24-3258  JACK  BOX 


DATE  REQD 
0*D. 


TYPE  DESIGNATOR 

j_1509/GTJ_8 


EFFECT!  VI TY 
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SPEC  NO  t>  DATE 
APP  t<  DATE 
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USED QN  DWG  NOMENCLATURE 
24-5258  JACK  BOX 


DATE  REQD  QTY  QTY 
O.D.  CUM 


MODEL 


EFFECTiyiTY 


CONTR 
BASIC 


TYPE  DESIGNATOR 

J-1310/GTC-8 
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CONTR  BASIC  ECF»S 
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f»Aiit  n6 
10-20945-2 

USED  QN  DWG 

24-3281 

NOMENCLATURE  TYPE"  DESIGNATOR 

MOTOR- GENERATES  PIT-580/GGW-4 

DATE  REQD 
0«  D, 

QTY 

QTY 

CUM 

EFFECTIVITY 

mm 
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>N  TRACT  NO 


FIG  A  SPEC  NO  U  DATE 

-~pa^^'nO  »  App  *  DATE 

fi-l/joT-S  INCLUDING  1000  ECP'S 
USEDQN DWG  NOMENCLATURE 

24-J28X  rj^XO 

DATE  REQDl  QtY |QTY 
O*  D.  CUM 


MODEL 


EFFECTIVJTY 


ONTR  BAS; 

SMI* 


TYPE  DESIGNATOR 


REMARK 


>28-3 


HLCC  #2 


*  Top  Ite*  P/N 
does  not  exist f 
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of  P/N*s  shown# 
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wanrsiRi 


CT  NO 

AT04(647)-757 


A  SPEC  NO  It  DAT 
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■USED-ON  DWGI  NOMENCLATURE 


4-10-3 


2  4-3283. 


DATE  REQD  QTY 

Of  D. 


ARRESTOR  SET,  ELECTRICAL  SURGE 


,  EFFECTIVJTY 


TYPE  DESIGNATOR 


REMARKS 


3-1-3 


HLCC  #2 


jl^>  To  include 
only  sub-Hc,/.err.bl3 
2 o- 36005-2, 

25- 36000-2, 

'25-  f  A  & 

25-'Aoo8-2  of 
29-28453-1. 


2-6210-00-1 


PAGE  42  Sec.  A 
REV  NO 


REV  DATE 


government  furnished  equipment 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES. 


CONTRACT  NO 

A.gQ4(647)-757  ' _ 

TT5T  I  SPEC  NO  &  DATE 


DESTN  MODEL  DOC  NO 

„.-,a  ..."  -,•***  D2-4336-2 

V/3-1 33A  v > 


III  RURni 


CON TR  BASIC  E 


IT  NO 


APP  lc  DATE 


IX  INCLUDING  1000  ECP'S 

USED  ON  DWG  NOMENCLATURE 


DATE  REQD  QTY  QTY 
O.D,  CUM 


DAMPISH  SET,  Pj_UE-E  IiEOTKOH  IC  COOL  IMG 

T Y  f  QTY  I  EFFECTIVITY 


BASIC 


TYPE  DESIGNATOR 


REMARKS 


4-12-3 

3-29-3 


7  7 


DP  #  7 


8  15  HUOC  #  2 


[j>  ^ 


USAGE 


USED  Oil  Dii/G 


25-28159-1  HLCC  #2  24-3281 
25-28159-2  LP  //?  24-3?58 


TYPE  PS 

A/P  320-11 
A/P  3?0-1 J 


2-6210-00-1 


PAGE  44  Sec.  A 

REV  NO _ 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


£6ntract  NO  DESTN  model 

AF04(64 7)-757  ■  VAIS  WS-133A 

j*Tpc|o  bTFE 
contr^Iasic  tdP'g ' 

FIGA 

1376.1 

SPEC  NO  l<  DATE 

APP  It  DATE 

INCLUDING  1000  ECP'S 

BASIC 

PART  N6 

A 

usedondwg 

24-3281 

NOMENCLATURE  TYPE  DESIGNATOR 

INTERCONNECTING  BOXES 

DATE  REQD 
O  f  D,  1 

QTY 

QTY 

CUM 

EFFECTIYITY 

mm 

4-?;'- 3 

> 

__ 

1 

| 

1 

i 

HLCC 

1 

i 

2-6210-00-1  PAGE  45  flgc.  A 

REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


* 


\  REV  DATE 


2-6210-00-1 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


1379.2 


SPEC  NO  l<  DATE 
APP  l<  DATE 
2>36894-l  [including  1000  ECP'S 


USED  QN  DWG  NOMENCLATURE 
?4-3?5S  BATTERY  CHARGER-  ALARM  SET  GROUP 


DESTN 

MODEL 

VAFB 

WS-133A 

DATE  REQD 


TR  BASIC 
BASIC 


TYPE  DESIGNATOR 

0A-4529/SSQ 


2-6210-00-1 


PAGE  47 
REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


mm.  ,  ^3 

YoIwm  III  :  4-U3^f 

FIG  A 

L3ao 

SPEC  NO  lc  DATE 

APP  L  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

PART  NO . 

25-27307-3 

USED  ON  DWG 

24-3281 

NOMENCLATURE  TYPE  DESIGNATOR 

DISTRIBUTION  BOX  J-1312-/G3W-4 

dAte  reqd 

Of  D. 

QTY 

QTY 

CUM 

EFFECnviTY 

REMARKS 

4-16-3 

I 

-i 

1 

1 

HLCC  #2 

i 

1 

. 

L 

1 

2-621D-00-1 


V 


Of 


i 


PAGE  46  & 
REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CT  NO 


SPEC  NO  <<  DATE 

-£S$t  no  -  APP 1 DATE 

10-20662-9  INCLUDING  1000  ECP'S _ 

USED  ON  DWG  NOMENCLATURE 

24-3258  DISTRIBUTION  BOX,  POWER  AND  COMMUNICATIONS 

DATE  REQDl  QTY  I  QTY  EFFECTIYITY 

O,  D.  CUM 


■■rasRFSinsiKmii 


R»» 


TYPE  DESIGNATOR 


J-2001/03W-4 


REMARKS 


4-18-3 


LF  # 7 


2-6210-00-1 


PAGE  49  See.  A 
REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  DESTN  MODEL 

AP04(647)-757  VAFB  WS-133A 

|  DOC  NO  DATE 

fit  A, - 

1412.2 

SPEC  NO  *<  DATE 

APP  fc DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

>ART  NO 
40-21330-9  , 

USED  QN  DWG 

24-3258 

NOMENCLATURE  TYPE  DESIGNATOR 

SIGNAL  ASSWBLT,  VOICE  REPORTING  M-3936/GSW-4 

DATE  REQD 
O.D.  ' 

QTY 

QTY 

CUM 

EFFECTIVJTY 

■■ 

4-12-3 

1 

i 

1 

1 

1 

4 

LF  #7 

1 

1 

f 

2-65210-00-1  PAGE  30  Sac.  A 

REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


DESTN 

VAFB 


MODEL 

WS-133A 


FIG  A 
1418.3 


SPEC  NO  It  DAT 
APP  fc  DATE 


SIKIkJi 

muBsm 


DOC  NO 


CONTR  BASIC 


INCLUDING  1000  ECP'S 


USED  ON  DWG  NOMENCLATURE 


BASIC 


TYPE  DESIGNATOR 


24*- 3286 


DATE  REQD 
O*  D« 


4-8-3 


VALVE,  SAFETY,  VENTILATION  / 


EFFECTIVITY 


REMARK 


2-6210-00-1 


PAGE  5 
REV  NO 


Sec.  A 


REV  DAT£ 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO 

AFOW7)-757 

Mfi  A  I  SPEC  NO  It  DATE 

142^3 

-TO  n& . App  *  DATE 

25-29496-36  INCLUDING  1000  ECP'S 
USED  QN  DWG  NOMENCLATURE 

24-3284  ANTENNA 

DATE  REQDl  QTY  lQTY 
O.  D.  CUM 


DESTN 


MODEL 

WS-I.33A 


CONTR  BASIC  ECP'S 

BASIC 


TYPE  DESIGNATOR 


AS  1 21 5  A/ G  2  Cl  1 3 


EFFECTIYTTY 


MARKS 


4-11-3 


1  HLCC  #2 


2-6210-00-1 


PAGE  3! 
REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


_ CT  N 

AK*(647)-75? 


sp: 

1425.2  | 

ART  NO  I  AP 


NO  fc  DAT 
APP  fc DATE 


DESTN 

MODEL 

VAFB 

WB-155A 

INCLUDING  1000  ECP'S 


USEDQN  DWG  NOMENCLATURE 
24-J284  ARRESTER  ASSEMBLY,  ELECTRICAL  SURGE 


DATE  REQD  QTY  QTY  EFFECTIVJTY 

O.D.  CUM 


NTR  BASIC  ECP> 

BASIC 


TYPE  DESIGNATOR 

MX4790/GRC-123 


MARK 


C-  6210-00-1 


PAGE  56  Sec.  A 

REV  NO _ 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


ddtoTkACT  NO  Dl£sTN  MODEL 

AT04(6«f7)-757  VAFB  WS-133A 

ficFa 

1428.3 

"£artNO 

10-21430-1 

SPEC  NO  k  DATE 

APP  l<  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

USED  QN  DWG 

24-328 6 

NOMENCLATURE  TYPE  DESIGNATOR 

BLAST  VALVE  36" 

DATE  REQD 
O.D. 

QTY 

QTY 

CUM 

EFFECTIVITY 

mm 

4-8-3 

2 

2 

.  '  1  ! 

HLCC  #2 

i 

j 

• 

* 

2-6210-00-1  PAGE  37  Sec.  A 


REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


DESTN  I  MODEL  |  DOC  NO 


4-10-3 


10-21431-1  INCLUDING  1000  ECP'S 


USEDQN  DWG  NOMENCLATURE  ’ 

24-3260  VA1YS-SAP£1’T  VBKTHATXtffl 


DATE  REQD 
0<  D, 


EFFECT!  VITY 


TYPE  DESIGNATOR 


MARK 


2-6210-00-1 


REV  NO 


REV  DATE 


r*y —  . . — . '  ■l"  i.  ■  - 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CT  N 

Alow?)-??? 


SPEC  N 

1443.3  I 

1  APP  fc  DATE 

INCLUDING  1000  ECP'S 


USED QN  DWG  NOMENCLATURE 


destn 

MODEL 

E5BRB|| 

VAFB 

WS-133A 

ATEREQDIIQTY  Q 
C 


RAC*  RAIL,  HYDRAULIC  PUSHER 


'  EFFECT!  YJTY 


CONTR  BASIC 

BASIC 


TYPE  DESIGNATOR 

b 


MARK 


2-6210-00-1 


REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


2-6210-00-1 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


<647>-757 


KMQilSil 

VAIB 

WS-133A  1 

1605  '  APP  *t  DATE 

26-15702-2  1  - - 


INCLUDING  1000  ECP'S 


USED QN  DWG  NOMENCLATURE 

24-3263  ACTUATOR,  ELBCTRO- MECHANICAL ,  LINEAR  . 


ATE  REQDI  |  QTY  I QTY  EFFECTIVITY 

CUM 


TYPE  DESIGNATOR 

ATK-19/P42P-1 


G21C-00-1 

Y 

PAGE  62  £ 

V  • 

REV  NO 

$ 

REV  DATE 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


(SONfRACT 
-  AIU4($i»7)-' 

T75  dJcSTN  MObEL 

757  VAIS  WS-133A 

1 

fBT  i 

1606 

SPEC  NO  <<  DATE 

APP  «c  DATE 

INCLUDING  1000  ECP'S  ' 

HI 

PART  N6 

26-15703-1 

USED  QN  DWG 

,  1 

24-3263 

NOM. 

HOUG 

gns 

ENCLATURE  TYPE  DESIGNATOR 

tm  COOTHOL  SEP,  EL0CT8ICAL , LAUNCHER 
tONHKL  ACCESS 

DATE  REQD 
0«  D, 

^TY 

QTY 

CUM 

EFFECTIVITY 

5-9-3 

1 

j 

i 

1 

1 

1 

1 

LF  #7 

' 

gAgfc.  &  jjpu  A 
REV  NO 


REV  DATE 


2-6210-00-1 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


<b6NTkACT  W5  i)ESTN  MObEL 

AK*(647)-757  VATB  WS-1JJA 

rsgngL  saw 

1  ^xo-3 

FIG  A  ] 

1607 

SPECNOTDATE 

APP  A  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

¥aKTW5 

26-15704-1 

USED  QN  DWG 

24-5263 

NOMENCLi 

awmmt  m 
PtBSafXSLi 

VTURE  TYPE  DESIGNATOR 

0  ALARM  SET,  LAUNCHER 

cc*ss  . .  ...  .  . 

DATE  REQD 
O*  D, 

off 

CUM 

EFFECT!  VITY 

..  ... !  _  _ 

warn 

5-9-3 

1 

i 

1 

* 

1 

lf  m 

\ 

A 

i 

2-6210-00-1  '  PAGE  64  S mcl  A 

REV  NO _ 


REV  DATE 


i 


Si 


1, 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


AK*(647)«757 

TRTX  IS&EC  NO  lc  DATE 

“mS'FRJ"  “  App  *  DATE 

26-15705-^  '  INCLUDING  1000  ECP'S 
USED.QNDWG  NOMENCLATURE 

24-3263  DOOR,  VAULT,  SECURITY  PIT 

6 ATE  REQDI  QTY1  IQTY  I  : 

O,  D.  CUM 


MODEL 

WS-133A 


CONTR  BASIC 
BASIC 

TYPE  DESIGNATOR 

CVK-53/P4?P-1 


EFFECTIV2TY 


5-9-3 


LF  #7 


a- 6210 -00-1 


PAGE  6‘ 
REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


DESTN  MODEL 

VAFB  W3-I33A 


’m 


C  NO  lc  DATE 


APP  t<  DATE 


INCLUDING  1000  ECP'S 


US  ED  QN  DWG  NOMENCLATURE 
24-3263  LADDER, TELESCOPING, LAUNCHER  PERSONNEL  ACCESS 


DATE  REQD 


4-10-3 


CONTR  BASIC  ECP’ 

BASIC 


TYPE  DESIGNATOR 


KXK-21 5/P43P-1 


6210-00-1 


PAGE  66 
REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 

,  1  DESTN  j  MODEL 

VAFB  WS-132A 


C6N TRACT  NO 

DESTN 

( 

Af04(64?)-757 

VAFB 

FIG  A  SPEC  NO  U  DATE 

2900  .  .  _ 

PAR  N6  APP  *  DATE 
02-731200-1  INCLUDING  1 000  E CP 'S 
USED QN  DWG  NOMENCLATURE 

24-5258  ALARM  M0MIT0R,  0ZSS 

DATE  REQDlj  Q-TY  !  QTY  I  ‘ 

O.  D.  CUM 


DOC  NO 


4-10-3 


ONTR  BASIC  E 

B 


TYPE  DESIGNATOR 


EFFECTIYITY 


REMARKS 


4-18-3 


1  LF  #7 


2-6210-00-1 


07 

REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


ONTRACT  NO 

AIX)4(647)-757 


SPEC  NO  l<  DATE 

2901  I 

'  APP  It  DATE 
89-73UO>-l  I  INCLUDING  1000  ECP'S 


USED  QN  DWG  NOMENCLATURE 

24-3262  ANT  BUNA,  W  TRANS  PBDESTAi  OZSS 


DATE  REQD  QTY  QTY  EFFECTIYJTY 

O*  D,  CUM 


MODEL 

WS-133A 


CONTR  B  ASIC 


TYPE  DESIGNATOR 


REMARKS 


2-6210001 


PAGE  68  Sec.  A 
REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  NO 
RJEV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


NTRACT  NO 
A!K*(647)-757 


C  NO  It  DATE 
APP  l<  DATE 


MODEL  I  DOC  NO 
WS-133A  I  4-10“3 


NTR  BASIC  E 


INCLUDING  1000  ECP'S 


USED  QN  DWG  NOMENCLATURE 
24-3262  SHORT  RANGE  REC2IVER ANTENNA,  02SS 


DATE  REQD  QTY  QTY  EFFECTIVJTY 

O.D.  CUM 


BASIC 


TYPE  DESIGNATOR 


MARKS 


•3210-00-1 

PACE  7 

1  Sec.  A 

REV  NO 

REV  DAT 

E _ 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  DATS? 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


Contract  no  destn  model 

AJ04C6W-757  VAFB  W3-133A 

n6£  no  “  BAW 

fkTa  1 

2906 

SPEC  NO  It  DATE 

APP  ti  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

PART  NO 
02-731800-1 

USEDQNDWC 

24-3258 

NOMENCLATURE  TYPE  DESIGNATOR 

SLSCTBIQA1  ASSEMBLY,  AKR2ST0R 

DATE REQD 

o.d. 

QTY 

QTY 

CUM 

EFFECTIYITY 

4-18-3 

1 

X 

i 

1 

LF  #7 

. 

\ 

4 

i 

PAGE.  21  Stt .  A 
REV  NO 


REV  PATE 


2-6210-00-1 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


AF04(6V?)-757 


290? 


DESTN 

MODEL 

VAra 

WS-13JA 

24-3262 


DATE  REQD 


SPEC  NO  <c  DATE 

CONTR  BASIC  ECP'S 

APP  fc  DATE 

BASIC  ' 

INCLUDING  1000  ECP'S 

NOMENCLATURE 

PEDESTAL,  ANTBIHA-?  HP  RECEIVER  OZSS  • 

TYPE  DESIGNATOR 

2-6210-00-1 


REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  DESTN  MODEL 

.  AKA  (64?) -757  VAFB  WS-133A 

rBoTNo"  6A.fi 

ttt  4-1CUJ 

TIS  A 

2908 

SPEC  NO  k  DATE 

APP  k DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

T-arT  ft& 

81-731064-1 

USED  QN  DWG 

24-3262 

NOMENCLATURE  '  TYPE  DESIGNATOR 

PEDESTAL,  MOUNTING  KING 

DATE  REQD 
O*  D. 

mi 

QTY 

CUM 

EFFECTIVITY 

REMARKS 

4-11-3 

.  3 

3 

, 

LF  #7 

i 

• 

■ 

i. 

I 

i 

! 

2-6210-00-1  PAGE  75  Sec.  4 

REV  NO 


REV  DATE 


CONTRACT  NO 

AF04(647)-757 

Pl6  A  [SPEC  NO  t  DATE 

2910 

-PXRTW  APP  *  DATE 
02-732000-1  INCLUDING  1000  ECP'S 
USED  QN  DWG  NOMENCLATURE 

24-3258  ALARM  MONITOR  IZPS 

DATE  REQD 


TY  QTY 
CUM 


EFFECTI VJTY 


4-10-3 


,TR  BASIC  ECP'S 

BASIC 


TYPE  DESIGNATOR 


REMARKS 


4-18-3 


2*6210*00-1  . 

PAGE  77  S« o.  A 

REV  NO 

REV  DATE 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  '  DESTN  MODEL  !  DOC  NO  5aW 

askwai-js,  _  ms _ 

Ttga 

29U. 

SPEC  NO  It  DATE 

APP  l<  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

PART  NO 
26-730082-1 

USED  QN  DWG 

24-3258 

NOMENCLATURE  TYPE  DESIGNATOR 

MOTIONAL  AND  PICKUP  TRANSDUCER  I2PS 

DATE  REQD 
O.  D, 

QTY 

QTY 

CUM 

.  EFFECTIYITY  1 

i 

mm 

4-18-3 

6 

j 

6 

! 

LP  #7  j 

I 

* 

£-,5210-00-1  PAGE  78  Sac.  A 

REV  NO 


REV  DATS- 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


-3gT7Hj7S  PECNOtDATt - : 

■  mr- App  *- DATE 

66?>-776-0^2q  INCLUDING  1000  ECP'S 

usedondWj  nomenclature 


INDICATOR,  DIGITAL  DISPLAY 


MODEL 

WS-133A 


EKE 


DATE  REQD  QTY  QTY 
0*D.  CUM 


EFFECTIYJTY 


D2-4335-2  4.1Cv  , 

1 1  TTTX,  -,  -i  — 

CONTR  BASIC  ECP'I 

BASIC 

TYPE  DESIGNATOR 
I  REMARKS 


2-6210-00-1 


PAGE  80  Sec.  A 

REV  NO _ 

REV  DATF.  „ 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  DESTN  MODEL 

-■  ATO4(647)-757  _ VAFB 

i  doc  no  “Birr  ■ 

<625-64>-l6S6 

SPEC  NO  It  DATE 

APP  It  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  EflP'S 

( BASIC 

USED  ON  DWG 

NOMENCLATURE  TYPE  DESIGNATOR 

MULTIMETER 

DATE  REQD 
0,D. 

QTY 

QTY 

CUM 

EFFECTTYJTY 

REMARKS 

I 

;  i 
| 

• 

1 

» 

! 

* 

i 

2-6210-001  PAGE  81  Sac.  A 

REV  NO _ 


REV  DATE 


I 


GOVERNMENT,  F URNISHED  EQ UIPMEN T 
DOCK  REQUIREMENTS  SCHEDULES 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  DESTN  MODEL 

AF04(647)-757  VAFB  WS-133A 

DOC  NO  bATE 

D2-4336-2  u  lf.  , 

ValumM  TTT  4-10-> 

Fig  A 

4oo6 

Fart  no 

662>-678-36K 

SPEC  NO  It  DATE 

APP  L DATE 

«NCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'# 

BASIC 

US  ED  ON  DWG 

NOMENCLATURE  TYPE  DESIGNATOR 

OSCILLATOR,  AUDIO 

DATE  REQD 
O,  D. 

QTY 

'QTY 

CUM 

EFFECTIYITY 

REMARKS 

, 

> 

' 

■ 

: 

. 

/ 

PAGE  83  See.  A 
REV  NO 


REV  DATE, 


2-6210-00-1 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


2-6210-00-1 


PAGE  84  Sec,  A 

REV  NO _ 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO 

AF04(647)-757 


SPEC  NO  It  DATE 
APP  fc  DATE 
INCLUDING  1000  ECP'S 


USEDQNDWG  NOMENCLATURE 
24-3259  CONTAINER SAFE  -  AKM  PINS 


DATE  REQD  QTY 
O,  D. 


EFFECTIVITY 


NTR  BASIC 
BASIC 


TYPE  DESIGNATOR 

MAO- 19/E 


MARK 


2*6210-00-1 

PAGE  §5 

Ssc*  A 

A 

REV  NO 

* 

REV  DATE 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


Contract  no  destn  model 

AK)4f64?)-757  VAFB  WS-133A  ' 

date 

ValuM  III  ^10-3 

PIG  A 

IPART  NO 
25-18692-5 

SPEC  NO  k  DATE 

APP  l<  DATE  i 

INCLUDING  1000  ECP’S 

CONTR  BASIC  ECP'S 

BASIC 

USED  ON  DWG 
* 

NOMENCLATURE  TYPE  DESIGNATOR 

THUCK,  MECHANICAL  MAINTENANCE 

D  ATE  REQD 
Of  D, 

QTY 

QTY 

CUM 

EFFECT!  YJTY 

REMARKS 

i 

i 

! 

! 

, 

! 

| 

• 

I 

1 

■ 

1 

' 

^2-6210-00-1  *>A  j£  3  ■  S  ?.»  A 

<L  a  v  no 


*> 


RE  V  DATE 


GOverMmJmt  furnished  equipment 

DOCK  RETIREMENTS  SCHEDULES 


CONTRACT  NO  £ 

AyQ4(647)-757  _ 

FIG  A  ;  I  SPEC  NO  lc  DATE 

-T^TTBr-  APF  *  DAf  •  / 

25-18099^  INCLUDING  U>Qtf*I 
USED  QN DWG  NOMENCLAj UkE 


DESTN 

j  MODEL 

vW 

I  WS-133A 

ELIVATOB-Wg •i'  Ait?  SHIPMENT 
DATEREQD'QTY  I  I  I  w  EFJ  tcnviTY 


CONTR  BASIC 

BASIC 


TYPE  DESIGNATOR 


REMARKS 


4-1-3 


1  1 
V 


a-6210-00-1 


.REV  NO 
REV  DA 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


WS-133A 


tUJS  ifSjM 


SPEC  NO  4t  D 
APP  L DATE 


I I 

kotmti  ■m-.m  I 


25-18693-4  INCLUDING  1000  ECP'S 


USED  ON  DWG  NOMENCLATURE 


TRUCK,  ELECTRONIC  MAINTENANCE 


DATE  REQD 
O.D, 


BASIC 


TYPE  DESIGNATOR 


2- 6210- 00-1 

PAGE  90  Sec.  A 

REV  NO 

REV  DA  Til 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  DESTN  MODEL 

1104(647) -757  _  VATB  WS-133A 

DOC  NO  bATE 

Volumi  III 

Tier 

410? 

jPART  NO 
25-27096-1 

SPEC  NO  lc  DATE 

APP  U  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

US  ED  ON  DWG 

NOMENCLATURE  *  TYPE  DESIGNATOR 

GRIP  SET,  UMBILICAL  CABLE 

DATE  REQD 
0«  D, 

QTY 

QTY 

CUM 

EFFECTIAaTY 

REMARKS 

1 

i 

1 

i 

1 

,  1 

1 

X 

\ 

2-6210-00-1 


PAGE  91  S«c«  A 
REV  NO 


REV  DATE 


i 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  DESTN  MODEL 

xrOh(6k7)-757  VAFB  WS-133A 

DOC  NO  bAtk 

D2-4J36-2  u  10  , 

Vnliuu  TTT  U-10-3 

figa 

4127 

SPEC  NO  It  DATE 

APP  It  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  Hcf^'3  ! 

w 

BASIC 

'  >ART  NO  “ 
6130-666-555* 

USED  ON  DWG 

nomenclature  TYPE  DESIGNATOR 

POWEH  SUPPLY 

DATE  REQD 
0*  D, 

QTY 

QTY 

CUM 

EFFECTIVITY 

REMARKS 

! 

i 

i 

i 

! 

} 

2-6210-00-1  PAGE  93  Sec.  A 

REV  NO 


REV  DATE 


r 


(  GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


contract  no  destn  model 

AF04(64?)-?57  ’  VAFB  WS-133A 

Volume  TTT 

FIG  A 

4167 

PART  NO 

KZ5-888-V268 

SPEC  NO  &  DATE 

APP  k DATE 

INCLUDING  1000  ECP'S 

US  ED  ON  DWC. 

NOMENCLATURE  TYPE  DESIGNATOR 

LOAD  BANK,  ELECTRICAL 

DATE  REQD 
Of  D. 

QTY 

QTY 

CUM 

ETFECnVJTY 

.  ! 

■81 

1 

i 

i 

i 

i 

j 

! 

j 

j 

1 

j 

1  ! 

. 

j 

i 

/ 

* 

2-621O-O0-1  PAGE  94  Sec.  A 

REV  NO 


rev  date; 


INCLUDING  1000  ECP'S 


USED  ON  DWG  NOMENCLATURE 


2-6210-00-1 


PAGE  95  S»c.  A 
REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


NTRACT  NO 
AF04(647)-757 


SPEC  NO  fcDAT 
APP  V  DATE 
25-27447-1  1  INCLUDING  1000  ECP'S 


USED  QN  DWG  NOMEN  CL  AT  URE 

STOP, DOOR  ACTUATOR 


DATE  REQD  Q  T Y  QTY 
O.D.  CUM 


MODEL 

WS-133A 


EFFECTI VITY 


CONTR  BASIC  ECP'S 


BASIC 


TYPE  DESIGNATOR 


REMARKS 


5-22-5 


2-6210-00-1 


REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


APP  «c  DATE 


29-19226-1  [INCLUDING  1000  ECP'S 


USED QN  DWG  NOMENCLATURE 

PLATE, MOUNTING, THEODOLITE 


DESTN  MODEL  |  DOC  NO 
VAIB  WS-133A 


ONTR  BASIC  ECP'S 
BASIC 


TYPE  DESIGNATOR 


DATEREQD  QTY  QTY 
O.D,  CUM 


EFFECT!  VJTY 


REMARKS 


5-2-3 


2-6210-00-1 


REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


N TRACT  NO 

afo4(647)-757 


FIG  A 
4441 


DESTN  I  MODEL 
VS-133A 


DATE 

4*10^3 


24-3258 


DATE  B 
0*D. 


SPEC  NO  fc  DATE 

CONTR  BASIC  ECP'S 

■  APP  k  DATE 

BASIC 

INCLUDING  1000  ECP'S 

t 

1  NOMENCLATURE 

PROTRACTOR  STRIP  SET,  AUTOCOLLIMATOR  BENCH  RAIL 

TYPE  DESIGNATOR 

GSU-1R9/E 

$~6210~001 

PAGE  IOO  Sec,  A 

REV  NO 

REV  DATE 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO 
AF04(647)-?57 


FIG  A  I  SPEC  NO  k  DATE 

PART  NO  APP  **  DATE 
25-32752-1  INCLUDING  1000  ECP'S 


USED  QN  DWG  NOMENCLATURE 


DESTN 

MODEL 

VAEB 

WS-153A 

DATE  REQD 
0«  D. 


QTY  Q 
C 


PERSONNEL  ACCESS* LAUNCH 


EFFECTIVITY 


DATE 

Volume  III  I  4-10-? 


CONTR  BASIC  ECP'S 
BASIC 


TYPE  DESIGNATOR 


REMARKS 


2-6210-00-1 


See,  A 


REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


'  CONTRACT  NO 

DESTN 

MODEL 

AF04(647)-757 

VAFB 

WS-133A 

Volume!!! 

FIG  A 
4452 


SPEC  NO  &  DATE 
AP.P  tc  DATE 


PART  NO 

23-32753-1  INCLUDING  1000  ECP'S 
USED  QN  DWG  NOMEN  CL  AT  URE 


TRAVERSE  PLATE, LAUNCH  TUBE  ACCESS  DOOR 


DATE  REQD  QTY  QTY 
O*  D,  CUM 


EFFECTI VITY 


3C  NO  DATE 

1  Yslaag  HI  LH2±— 

CONTR  BASIC  ECP'S 

BASIC 

TYPE  DESIGNATOR 
!  REMARKS 


3-29-3 


2-6210-00-1 


PAGE  102  Sec.  A 

REV  NO _ 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CT  NO 
AF04(64?)-7 


SPEC  NO  <c  DATE 

PART  NO  APP  *  DATE 

INCLUDING  1000  ECP'S 


USED  ON  DWG  NOMENCLATURE 

TRUCK,  ALIGNM3NT  SUPPORT 


DATE  REQD  QTY  QTY 
Of  D,  CUM 


DESTN 

MODEL 

Pimm 

VAPB 

WS-133A 

2-6210-00-1 


PAGE  105  Sac.  A 

REV  NO  _ 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


|  CONTRACT  NO  DESTN  MODEL 

1  4*04(647) -757 . _ . . _ . . .  . _ _ _  _  VAFB  M3-1SSA 

DOC  NO 

■j 

WBSSEMl 

IS 

SPEC  NO  &  DATE 

APP  U  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S  ; 

BASIC 

USED  ON  DWG 

NOMENCLATURE  TYPE  DESIGNATOR 

TEST  SET*  VOICE  REPORTING  SIGNAL  ASSEMBLY 

DATE  REQD 

Of  D. 

QTY 

QTY 

CUM 

EFFECT!  YITY  1 

REMARKS 

1 _ 

'  i 

' 

t 

2-6210-00-1  PAGE  104  Sec.  A 

REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  DESTN  MODEL 

AF04(647)-757  VAFB  WS-133A 

3  tATE 

Volu«*  TTT  4-10-3 

FIG  A 

4640.J 

SPEC  NO  It  DATE 

APP  It  DATE 

INCLUDING  1000  ECP‘S 

CONTR  BASIC  ECP'S 

BASIC 

f»ART  NO 

USED  QN  DWG 

NOMENCLATURE  TYPE  DESIGNATOR 

PUSHER  SET,  HYDRAULIC 

DATE  RE QD 
O*  Df 

QTY k 

QTY 

CUM 

EFFECTIVJTY 

REMARKS 

3-15-3 

7-1-3 

1 

a 

1 

3 

I 

'  '  1  '  1  1  1  1JJ-J-JI  1  1  1  ""  1  "  .  l  -  1  1 . . -“*1 

CSA 

SMSB 

! 

■ 

i 

/ 

■ 

i 

1 

2-6210-00-1  PACE  103  Sec.  A  t 

REV  NO 


REV  DATS 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


NTRACT  NO 

AK>4(647)-797 


SPEC  NO  lc  DATE 
APF  k  DATE 
INCLUDING  1000  ECP’S 


USEDQNDWC  NOMENCLATURE 

DOLLY,  HYDRAULIC  PUSHER 


DATE  REQD  QTY  QTY 
O.D.  CUM 


DESTN  MODEL 
VAFB  WS-133A 


EFFECTIVJTY 


TYPE  DESIGNATOR 


REMARKS 


3-11-3 

7-1-3 


2-6210-00-1 


REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


Contract  no 

DESTN 

MODEL 

DOC  NO 

DATE 

{ 

AF04(647)-757 

VAFB 

WS-133A 

D2-4336-2 
VfllllM*  III. 

4-10-3 

Wa 

r 


USED  QN  DWG 


APP  It  DATE 

INCLUDING  1000  ECP'S 


CONTR  BASIC  ECP'S 
BASIC 


NOMENCLATURE 
SLING,  MULTIPLE  LIS 


TYPE  DESIGNATOR 


DATE  REQD 
0,D. 


QTY 


QTY 

CUM 


EFFECTIVITY 


REMARKS 


>11-3 

7-1-3 


1 

2 


1 

3 


CSA 

SMSB 


2-6210-00-1 


PAGE  107  Sec.  A 

REV  NO _ 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


2-6210-00-1 


REV  NO 
REV  PATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO 

DESTN  | 

MODEL, 

AF04(b47)~?57 

VAF8 

V.O-133A 
. - •  ....  — 

FIG  A 

4605, 


PART  NO 


SPEC  NO  tc  DATE 
APP  &  DATE 


3037- 1467  IN  CL  UDING  3  0  0  0  E  CP 'S 


USED ON DWG  NOMENCLATURE  /  ■ 

CQVM,  StJCUjiLU  FK 


DATEREQD  QTY  QTY 
O.  D.  CUM 


EFFECTIVE  TY 


DATE 


CONTR  BASIC  ECP'S 


TYPE  DESIGNATOR 


REMARKS 


2-6210-00-1 


PAGE  11 
REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO  ‘  j  DESTN  MODEL 

AF04(647 )-757  ]  M  WS-153A 

!  DOC  NO  DATE 

1  VnT«*?TTT  4-10*3 

FIG  A 

9027 

PART  NO 

25- -3712-26 

SPEC  NO  &  DATE 

APP  At  DATE 

INCLUDING  100G  ECP'S 

CONTR  BASIC  POP'S  ’ 

BASIC 

' 

_ _ 

USED  QN  DWG 

24-3256 

NOMENCLATURE  ■  TYPE  DESIGNATOR 

yj  it  4  /x? 

LOCKING  &  ACTUATING  MECHAffXSK,  UUNCHfK  CLOSURE  ** 

DATE  REQD 
0,D. 

QTY 

QTY 

CUM 

EFFECTIVITY 

remarks 

1 

4-4-3 

\  . . 

1 

X 

LF  #7 

t 

' 

*.  -c  '  iO*00-1  PAGE .  — il* 

*"■  REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


C6N TRACT  NO  "  bfe^TN  ""MieL 

AK*(6*7)-757  VAFB  WS-133A 

BT5 

nc  a 

U..  .9129 

SPEC  NO  «<  DATE 

APP  it  DATE 

INCLUDING  1000  ECP'S 

BH 

>ART  Nd 

P.5-17703-3  ' 

USED  QN  DWG 

1  NOMENCLATURE  TYPE  DESIGNATOR 

j  AHTBINA,  MEUBBTRI  FICJC0P,  LAONCHKK,  CTLI 

DATE  REQD 
O.D. 

QTY 

QTY 

CUM 

EFFECTIYITY 

■Hm 

5-13-5 

1 

' 

i 

i 

1 

; 

IF  #7 

4 

y-eaio-oo-i  PAGE  H7  a _ _ 

^  REV  NO _ _ 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  DATE 


NO 

AIOM*47)-797 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


SPEC  NO  It  DATE 

CONTR  BASIC  ECP'S 

APP  lc  DATE 

BASIC 

INCLUDING  1000  ECP'S 

NOMENCLATURE 

SWITCH  AS53MBLY  SET,  LAUHCHBR  CLOSURE 

TYPE  DESIGNATOR 

2-6210-00-1 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


TNO 

A**(647)-757 


PEC  NO  <<  D 

9lM  L 


MODEL 

WS-13JA 


APP  «c  DATE 


25-33335-750  INCLUDING  1000  ECP'S 


USED QN  DWG  NOMENCLATURE 
24-3256  POWER  SUPPLY  GROUP 


TYPE  DESIGNATOR 


DATE  REQD 
O.  D. 


2-6210*00-1 


REV  NO 


REV  DATE 


I 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  NO 

-JC  *■ 1  1  1  ,"i" 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


T  NO 
AJ04(6%7)-757 


VAFB 

WS-133A 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


(56NfkXCT  NO  DESTN  MODEL 

EP0V(647)-757  VAIB  WS-133A 

1  D9^°  BOTT  ' 

1 4-10i-3 

HC  A - 

u  ^01  ,, 

SPfefc  NO  t  DATE 

APP  l<  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

Part  NO 

25-31^8-1,-2 

USED  QN  DWG 

NOMENCLATURE  TYPE  DESIGNATOR 

REPEATER,  AMTSMHA  AND.  AMPLIFIER*  C/D  AND  T/M  SYSTEM,  CTLI 

DATE  REQD 
O*  D. 

QTY 

QTY 

CUM 

effectivity 

6-14-3 

1 

1 

■ 

1 

! 

:i 

1 

' 

IF  #7 

t 

i 

1 

4. 

g&fflL  iS&  Sit.  A 

REV  NO  _ _ 


REV  DATE 


2-eaio^oo-i 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  NO 
REYDATR 


GOVERNMENT  FURNISHED  EQUIPMENT 
POCK  REQUIREMENTS  SCHEDULES 


w  REV  NO 

- 

REV  DATE 


1  GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


WMTRACt  NO  bESTN  MODEL 

Af04(647)-757  VAEB  W8-133A 

mmmm 

TIGA 

923? 

SPEC  NO  It  DATE 

APF  U  DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP’S 

BASIC 

PART  n6 

25-14871-30 

USED  ON  DWG 

NOMENCLATURE  TYPE  DESIGNATOR 

POWER  SUPPLY  SET,  C/D  and  T/M,  CTLI 

5ATEREQD 
O#  D< 

QTY 

QTY 

CUM 

EFPECTIVJTY 

REMARKS 

4-29-3 

1 

* 

1 

i 

LF  #7 

I 

1 

*' 

2-6210-00-1 


PACE  129  St.  A 
REV  NO _ _ 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  NO 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIRE  MEN  tS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  NO 
REV  DATS 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


r 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


2-eaio-oo-i 


PAGE  139  3»o.  A 
REV  NO 

REV  DATE  _ 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


tmmwma\ 

BIB 

SPEC  NO  fc  DATE 

APP  fc DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

BASIC 

US  ED  ON  DWG 

24-5258 

NOMENCLATURE  type  designator 

INTERCONNECTING  GROUP,  CABLE  NETWORK  A/E  ?4A_6? 

bATE  REQD 
0»  D. 

QTY 

EHa 

EFFECT!  VJTY 

5-2-3 

1 

• 

i 

! 

1 

' 

, 

LF  #7 

i 

\ 

K 

i 

\ 

2-6210-00-1  PAGE  140  3««.  A 

S-~  REV  NO 

-C  ■  - 


REV  DATE 


Government  furnished  equipment 

DOCK  REQUIREMENTS  SCHEDULES 


“l 


I 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


f 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CfcNfftAch  n6 

MODEL 

AIQ4($4?)-73? _ _ _ 

VAFB 

_J£=i22*  . 

Trrrr 

4-10-3 


D2-' 


-2 


9272 

Txwrm 


APF  l<  DATE 
INCLUDING- 1000  ECP'S 


^^rTOicBCP? 

BASIC 

TYPE  DESIGNATOR 


USEDONDWGI 


DATE  REQD 
Of  D. 


NOMENCLATURE 

INTERCONNECTIWG  GROUP,  CABLE  NETWORK 


6-10-3 


(  J 


QTY 


QTY 

CUM 


EFFECT!  YITY 


HLCC  #2 


2-6210-00-1 


PAGE  143  Soo.  A 

REV  NO _ 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


T6  rmxvr 

1  AK*<647 

NO  DESTN  MODEL 

)-757  VATB  WS-133A 

'"i So£n6  bkft 

^10-3 

1  — " 

9302 

SPEC  NO  (<  DATE 

APP  t  DATE 

INCLUDING  1000  ECP'S 

I 

PXrt  NO 

US  ED  QN  DWG 

NOMENCLATURE  TYPE  DESIGNATOR 

PANEL  PATCHING,  CCAZIAL  CABLE,  CTLI 

DATE  REQD 
O.D, 

N 

a 

QTY 

CUM 

EFFECTIVE  TY 

Remarks 

5-29-3 

* 

f 

' 

i 

i 

• 

1 

' 

' 

' 

' 

LF  #3 

f  . 

PAQ¥  liHSig.  A 
REV  NO 


REV  DATE 


a-eaio-oo-i 


AK*(647)-757 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


WiiiiilK'JO 


WS-1JJA 


f3-J>T#»jr»F’»  .T.Vi  3 


APP  <c  DATE 


*>-10-3 


TIKI 

MJtJl  n™  -iW  | 


IhB^f 


21-50150-4  INCLUDING  1000  ECP'S 


USEDQNDWG  NOMENCLATURE 

GUIDED  MISSILE  MAIN  ASSEMBLAGE 


TYPE  DESIGNATOR 


DATE  REQDII QTY 


EFFECT!  VITY 


8-15-3 


8-23-3 


1  1  Fn.;  1  (770) 

1 

1  2  PPM  2  (798) 


2-6210-00-1 


SftsaL^ 

REV  NO* 


REV  DAT 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO 

AF04(647)-757 


SPEC  NO  k  DATE 

\ 

APP  k DATE 
85010-106-201 1  INCLUDING  1000  ECP'S 


USED ON  DWG  NOMENCLATURE 

•  MISSUS  GUIDANCE  SET 


DESTN 

MODEL 

VAPB 

WS-133A 

[•TO  SUM  I 


4-10-5 


CONTR  BASIC  ECP' 


ATE  REQD 


8-15-5 

8-23-3 


QTY  QTY 
CUM 


1  1  : FTM  1  (770 ) 

1  2  FTM  2  (798) 


EFFECTIVITY 


TYPE  DESIGNATOR 


REMARK 


2-«aio*oo-i 


PAGE  3  S«c,  3 

REV  NO _ 

REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


CONTRACT  NO 

Am(647)-757 

~m~?r  [spec  no  (c  dat^; 

6215.2 

-TSaXt  NO  APP«cDATE 

55018*106  INCLUDING  1000  ECP'S _ 

USED ON DWG  NOMENCLATURE 

CABLE  A33E.MR ' ,Y  SKI,  EIECTtlGAE 


DESTN  MODEL 

YAFB  .VS-133A 


Ily 


4*10-5 


CONTR 


IDATE  REQDl  QTY  QTY 
O.D.  CUM 


EFFECTIVITY 


TYPE  DESIGNATOR 


REMARK 


8-15-3 

8-23-3 


1  1  FT*’  1  (770) 

1  2  ,  FTIil  2  (798) 


2-6210-00-1 


PAGE  4  Sec.  B 
RE  V  NO 


REV  PATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


NTRACT  NO 
A?04(M7)-757 


SPEC  NO  L  DATE 

6301  1 

1  APP  lc  DATE 

INCLUDING  1000  ECP'S 


USED  ON  DWG  NOMENCLATURE 


BESTN  MODEL 

VA?B  WS-133A. 


iKsnroua«mu»  gkep,  ?liAIKKH-T&>T  guided  missus 


ATE  REQD 


8-15-3 

8-23-3 


EFFECTIVITY 


TYPE  DESIGNATOR 


REMARKS 


1  mm  i  (770) 

2  MM  2  (798) 


2-6210-00-1 


PAGE  5  See'*  B 
REV  NO  ft 


REV  DATE 


GpVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


r*r»RI*ii;T.Yrt 


RACT  NO 

AF04(647 }-757 


SPEC  NO  k  DATE 


DESTN 

MODEL 

VAFB 

7S-133A 

m&mmm 


4-10-3 


CONTR  BASIC 


AJPP  k  DATE 
25-26678  I  INCLUDING  1000  ECP'S 


USED  ON  DWG  NOMENCLATURE 

CABLE  ASSSIBLY  SET.,  ELECTRICAL 


EFFECTiyiTY 


DATE  REQD 
0«  D. 


8-15-3 

8-23-3 


QTY  QTY 

CUM 


1  1  PTL  1  (770) 

1  2  FTM  2  (798) 


TYPE  DESIGNATOR 


MARK 


a- 6210 -00-1 


PAGE  6  Sec.  3 
REV  NO 
REV  DATE 


government  furnished  equipment 

DOCK  REQUIREMENTS  SCHEDULES 


I 


ACT  NO 

A?04(lS47l-7^7 


USED  ON  DWG  NOMENCLATURE 

TREE  SBT,  INTERVAL 


8-15-3 

8-23-3 


EFFECTIVITY 


1  1  m  1  (770) 

1  p  m  2  (79a) 


12-6210-00-1 


4-10-3 


SPEC  NO  4c  DATE 

CONTR  BASIC 

APP  L  DATE 

INCLUDING  1000  ECP'S 

TYPE  DESIGNATOR 


REMARK 


PAGE  7S  g 
REV  NO 
REV  DATE 


VJ' 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


N TRACT  NO 

AF04.(647)-7?7 


SPEC  NO  k  DATE 
APP  k  DATE 
INCLUDING  1000  ECP'S-' 


USED  ON  DWGI  NOMENCLATURE 


DESTN 

MODEL 

VAFB 

'A'S-1 33A 

CONDUIT-SUPPORT  SET  RACEWAY 


DATE  REQD  QTY 


EFFECTIVITY 


cont; 


TYPE  DESIGNATOR 


REMARKS 


8-15-3 


1  1  RTF,  1  (770) 

1  2  m  2  (798) 


2-6210-00-1 


REV  NO 
REV  DAT® 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


TRACT  NO 

AP04.(647)-757 


SPEC  NO  it  DATE 

6506  I 


DESTN  |  MODEL 

Wo- 133 A 


4-10*3 


CONTR  BASIC  E 


APP  DATE 


25-37236-1  INCLUDING  1000  ECP'S 


US  ED  ON  DWG  NOMENCLATURE 


I 


TYPE  DESIGNATOR 


8-15-3 

8-23-3 


INSTALLATION  KIT,  THAINES-T^ST  GNOUJP,  GUIDED  MISSILE 


QTY  QTY  EFFECTIVITY 

CUM 


REMARK 


1  ,  t  mi  1  (770) 

1  2  ,  FTM  2  (798) 


2-6210-00-1 


REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


tb^f^ACT  NO  |  DESTN  MODEL 

A?04(647)-757  VAFS  WS-n3A 

I  DOC  NO  DATE 

82^433^2  4-10-3 

fi6  X 

6604 

spfcc  NO  &  DATE 

APP  U DATE 

INCLUDING  1000  ECP'S 

CONTR  BASIC  ECP'S 

-  -  - - -  ' 

f»AfcT  NO 

359674 

USED  ON  DWG 

NOMENCLATURE . .  TYPE  DESIGNATOR  j 

OBSTRUCT  SYSTEM,  EXPLOSIVE,.  GUIDED  MISSILE  >  J 

Bate  reqd 

O.D. 

QTY 

QTY 

CUM 

EFFECT!  VJTY 

REMARKS 

8-15-3 

8-23-3 

■ 

1 

•1 

i 

1 

2 

» 

PTM  1  (770) 

MM  2  (798) 

1 

' 

1 

.  i 

2-0210-00-1  PAGE  21  ^ec*  ^ 

REV  NO  _ 


REV  DATE 


SECTION  TITLE  PAGE  U3  4218  0000  REV,  1/6)  2-5142 

(WAS  BAG  4)3 W) 


NUMBER 3)2-4336-2,  Vol.  III  Sec,  G  MODEL  NO.  WS-133A 
TITLE  GBfflA,  SAG,  &  PGH  Installed  Items  of  Government 
Furnished  Property 


PREPARED  BY 
SUPERVISED  BY 
APPROVED  BY 

reliability 

APPROVAL 


&  P>  4--/C-  & 

4*>-j 

/fe&jSSEaL**: i 

B,  C.  /Cirkpatrick 


(DATE) 


A?04(64?)-757 

CONTRACT  NO, 


5-7B4CK%.703O-6a341-6-.?62l0 

CHARGE  NUMBER  ™~ 


t 


sec 


III 

_ 


MOi  I>2-45?6-? 

PACE  1  (ip  17 

« 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


Contract  no  destn  model 

AF04(6j*7)-75?  VAFB  W3-133A 

wEBSM 

FIG  A 

1207.1* 

PART  NO 

SPEC  NO  &  DATE 

APP  if  DATE  J 

INCLUDING  1000  ECP'S 

USED  ON  DWG 

NOMENCLATURE  TYPE  DESIGNATOR 

DR  IERwA  IH  O.OMPRc.'SJOR,  HA1DEHSD  UAJiLS,  SON 

DATE  REQD 
O.  D. 

QTY 

QTY 

CUM 

EFFECTIYITY 

REMARKS 

- 

1 

1 

H1CC  ff  2 

t.  1 

*  '  "  ♦  it 

♦GEEIA  Installed 

t 

* 

j 

2-6210-00-4  PAGE  2  Sec.  C 

REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


'ON TRACT  NO 

A?04(647)-7 57 _ 

TO  A  I  SPEC  NO  k  DATE 


destn  model 

VAEB  1  WS-133A  |  Volum*  I 

'  I  CONTR  BASIC 


1212.3* 
t»ART  NO 


APP  k DATE 


f; _ INCLUDING  1000  ECP’S 

USEDON  DWG :  NOMENCLATURE 


Si)1/ IRNHRivTAL  CONTROL  MUNCH  CONTROL  SYSTEM 


datereqdi  qty  qty 

O,  D.  CUM 


EFFECT!  YITY 


TYPE  DESIGNATOR 


REMARK 


HLCC  #  2 


2-6210-00-1 


REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


.  .  _T  NO 
AR*(647)-75? 


DESTN 

MODEL 

VAFB 

WS-133A 

SPEC  NO  «c  DATE 

CONTR, BASIC 

-  APP  At  DATE 

INCLUDING  1000  Edp'S 

- 

USEDONDVfc  NOMENCLATURE 

CABLE  SXSTJBM,  PRESSURIZED,  HARDENED,  SON 


ATE  REQD 


TYPE  DESIGNATOR 


2-6210-00-1 


PAGE  5 
REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


T  NO 


AF04(6W- 


5EE5E5I 


SPEC  NO  it  DATE 
APP  U DATE 


including  iooo  ecp's 


USED  ON  DWCI  NOMENCLATURE 


TYPE  DESIGNATOR 


DATE  REQD 1 1 Q  T Y  QTY 

CUM 


COMMUNICATION  SYSTEM ,  RADIO,  VHP,  LOT  AN/GRC-19 


EF  FE  C  TTviJTY 


2-6210-00-1 


3<c,  C 


REV  NO 


REV  DATS; 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


T  NO 
AK*(647>-757 


SPEC  NO 

1601  * 

1 APP  tr  DATE 


MODEL 

VS-133A 


9 


CONTR  BASIC 


3037-1691  INCLUDING  1000  ECP'S 


USED  ON  DWG|  NOMENCLATURE 


TYPE  DESIGNATOR 


CYLINDER  ASSEMBLY,  ACTUATING,  LINEAR 


EFFECTI VITY 


♦Installed  by 
FOR  182 


8-6410-00-1 

PAGE  8  s*°‘  c 

REV  NO 

REV  DATE 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


Kjj 


Af04(647)-?57 


1602* 


7ATB  «8-l?3A 


~r%  1  If  vv 


APP  U  DATE 


INCLUDING  1000  SQM 


NOMENCLATURE 


PUMPING  UNIT,  HmaUIIC 


EFFECT!  YITY 


TYPE  DESIGNATOR 


•Installed  by 

FOR  182 


2-6210-00-1 

PAGE 

REV  NO 

V 

N* 

***** 

1 

RE  V  DA 

•  t 

*/?***  **  ' . 

* 

.  .  ,  . .  .  ,1 

*  *  &  * 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


contract 

AE04C647)- 

NO  DESTN  MODEL 

■757  VATB  WS-133A 

Fig  a 

1603* _ _ 

SPEC  NO  DATE 

APP  l<  DATE 

INCLUDING  1000  ECP'S 

mm 

• 

NOMENCLATURE  TYPE  DESIGNATOR 

PIPING  AND  CONTROL  SET,  HYDRAULIC,  MUNCHES  PERSONNEL  ACCESS 

DATE  REQD 
0«  D. 

QTY 

QTY 

CUM 

EFFECT!  VITY 

HHH 

1 

1 

i 

| 

1 

LP  #7 

./ 

■1 

- 

1 

•Installed  by 

FOR  182 

• 

i 

2-6810-00-1  PAGE  C 


REV  NO 
REV  DAT^ 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


A*»(647)-757 _ 

TIC  Ispfcc  NO  L  DJ 
1609  * 

APP  It  DATE 


V&-15M 


PART  NO  ““ 

3037-1009  INCLUDING  1000  ECP'S _ _ 

USED  QN  DWG  NOMENCLATURE 

LOCKING  RING,  LADNCKSR  PERSONNEL  ACCESS 

|  M  -*i  *y  -  *■ •  •  1  '  *<“,  ,  “i",> 

^  ^  _ _ 

DATE  REQDlQTY  IQ  TV  I  RFfrlECTIYITY 

O.D.  CUM 


TYPE  DESIGNATOR 


2-19-3 


1  1  LF  #7 


♦Installed  by 
FCR  182 


2-^210-00-1 


1 


REV  PA 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


1 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


DESTN  MODEL 
VATB  WS-X33A 


1632* 

"TaITW"  app  *  date 
5037-1001  INCLUDING  1000  ECP’S 
USEDQN  DWG  NOMENCLATURE 


>NTR  BASK 


BASIC 


TYPE  DESIGNATOR 


DATE  RI 
O.D. 


AHCim  FLATS,  LINEAR  ELECTRO-MECHANICAL  ACTUATOR 

itY  I  QTy  I  EFFECTI VITY 


2-19-3 


lf  n 


♦Installed  by 
FCR  182 


2-6210-00-1 


Sec,  e 


REV  NO 


REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


SPEC  NO  is  DATE 

CONTR  BASIC  MJPV  1 

AFP*  DATE 

MU* 

INCLUDING  1000  ECP'S 

NOMENCLATURE 

PLATE , MOUNTING,  PORTABLE  THEODOLITE  STAND 

TYPE  DESIGNATOR 

2-6210-00-1 


•Installed  by 
FOR  182 


REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


fTNO 


App  DATE 

3037-1505  INCLUDING  1000  ECP'S 
USEDQN DWG  NOMENCLATURE 

FRAME,  VAULT  DCOH 

Date  reqdi  qty l qty i 

O.  D.  CUM 


irnljBj 


EFFECTI VITY 


TYPE  DESIGNATOR 


LF  #7 


•Installed  by 
FCR  182 


2-6210-00-1 


15  See.  C 


REV  NO 
REV  DATE 


GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


(9133311 


MODEL 

WS-133A 


MltMCCl 

liH 


CONTR  BASIC  EC 


ACT  NO 

AP04(647)-757 


SPEC  NO  &  DATE 

9032* 

^ —  APP  It  DATE 

INCLUDING  1000  ECP'S 


USEDONDWG  NOMENCLATURE  TYPE  DESIGNATOR 

CABLE  PLANT,  SCOT  TRAINING  HAttl)  LCSB  TO  LAUNCHER  -  C7L 


EFFECTIVITY 


ATEREQDIIQTY  QTY 

CUM 


1 


2-6210-00-1 

PAGE  16  Sw 

REV  NO 

REV  DAT® 

GOVERNMENT  FURNISHED  EQUIPMENT 
DOCK  REQUIREMENTS  SCHEDULES 


REV  NO 
REV  DATE 


SECTION  TITLE  PAGE  U3  43H  OOOC  REV.  V€i  2-5W2 

(WAS  BAC  4)3 IB) 


NUMBER 


PREPARED  BY 
SUPERVISED  BY 

APPROVED  BY 

RELIABILITY 

APPROVAL 


CHARGE  NUMBER 


SECTION  TITLE  PAGE  U3  AM  0000  REV.  1/61  2-5142 

(WASBAC413W) 


i 


NUMBER  02-^36-2  Vol.  Ill  Sec.  S  MODEL  NO. 

TITLE  Technical  Order  Items  of  Government  Furnished - 

_ Property  Required  for  Validation  and  Verification 


PREPARED  BY 
SUPERVISED  BY 

APPROVED  BY 

RELIABILITY 

APPROVAL 


±-{Qdk3 


(DATE) 


I 


CONTRACT  NO. 


,^,7a»tX>t7aak6Q84lw4w?6?Ifl 

CHARGE  NUMBER 


VOL. 

SEC 


hi 


RAGE 


D2-4 336-2,  VOLUME  IH 


(r  5VBRNMBW'i‘  EUR  WISHED  V.  ft  V,  TECHNICAL  ORDERS 


T.O.  NUMBER 

QTY* 

SITE^MEED 

DATE 

T.O.  NUMBER 

m 

SITE-NEED 

mi 

. 

*  « 

* 

/ 

! 

' 

! 

i 

\  < 

* 

: 

i 

' 

UH  NO 

• 

NUMBER 
TITLE  _ 


PREPARED  BY 
SUPERVISED  BY 

APPROVED  BY 

RELIABILITY 

APPROVAL 


